FIRST  METHODIST  CHURCH,  GALENA,  ILLINOIS 

Built  in  1856.  The  Ulysses  S.  Grant  family  worshipped 
in  this  church. 

Old  Fire  House  No.  1  may  be  seen  on  the  left. 
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